                    Roland Sound Canvas SC-55 soundfont
                           by EmperorGrieferus

---------------------------------------------------------------------------


Have you always searched for a high-quality Sound Canvas SC-55 soundfont?
Then this product is for you. This soundfont contains only original samples
that were taken from other soundfonts, and since version 3.7, and from 
Sound Canvas VA.

---------------------------------------------------------------------------

                               Versions

v1.0:
Fixed Halo Pad and Synth Strings 2.
Some stuff was added.

v1.1:
Fixed Tuba.

v1.2:
Fixed Overdriven Guitar.
Real Steel, Nylon and Distortion Guitars was added.

v1.3:
Drums isn't so loud.

v1.4:
Fixed Synth Strings 2. Again.
Breath Noise was added.
All the double tools have been removed.

v1.5:
It's final version. Now all is perfect.

v1.6:
Or not. Tuba and Square Wave was fixed.

v1.7:
Fixed samples of Square and Saw Waves.
Fixed loop of Picked Bass.

v1.8:
Real Synth Bass 2 was added.

V1.9:
Fixed volume of TR-808.

v2.0:
Brush drumset was added.

v2.1:
Real Space Voice was added.
Real Alto Sax was added.
Real SC-55 Accordion was added.
Real Roland Synth Drum was added.

v2.2:
Real Slap Bass 1 was added.

v2.3:
Real Contrabass, Xylophone, Marimba, Vibraphone and Celesta was added.

v2.4:
Real Shanai, Sitar, Dulcimer and Pizzicato was added.

v2.5:
Grand update!

v2.6:
Real Soundtrack and Ocarina was added.

v2.7:
Sweep Pad was fixed.
Real SC-55 Church Organ was added.

v2.8:
Roland SC-88 Synth Drum was added (Synth Drum in SC-55 and SC-88 is same).
Non-SC-55 Recorder has been removed.

v2.9:
Some samples was fixed.

v3.0 (Maybe final):
Fixed Sweep Pad. Again.

v3.1:
Fixed volume of drumsets. No more resonanse.

v3.2:
Real SC-55 vibraslap sample was added.

v3.3:
Overdriven Guitar is more clearer.
Sample of Overdriven Guitar (SC55 Overdrive F3) was fixed.

v3.4:
Real Agogo and Woodblock samples (Not for drumsets) was added.
Some samples of SFX drumset was changed.
Roland JV-30 Timpani samples was added.
Acoustic Grand Piano was been cleaned.

v3.5:
Roland JV-30 Choir Aahs and Harp was added.
Sample of Synth Drum was made dry.
Samples of Alto Sax is more louder.
Real SC-55 Agogo samples was added.
Real SC-55 Power Toms was added.
Real C5 sample of Square Wave was added.
Real SC-55 Hand Clap sample was added.
Fixed loop of C#3 sample of Synth Bass 2.
High-quality real SC-55 Cowbell sample was added.
Melodic Tom is more louder. Like in drumsets.

v3.6:
Halo Pad and Sweep Pad was fixed.
(P.S.: For Halo i'm using only choir. I just found almost perfect filter values. If you will find more perfect, please send me that values on Twitter)
Electric Piano 2 was been cleaned.
Real SC-55 Bango and Timbales samples was added.
Fixed loop of first and fifth samples of Voice Oohs.
Sample of Vibraslap was been cleaned.
Some real SC-55 samples was added.
Electric Piano 1 was been cleaned.

v3.7 (In this version i'm taking samples from Sound Canvas VA):
Real SC-55 Square Wave and Synth Drum samples was added.
Real SC-55 Drumset samples was added.
Real SC-55 Harp samples was added.
Samples of Square Wave was fixed.
Real SC-55 Slap Bass 2 C3 sample was added.
Real SC-55 Crystal Bell was added.
Real SC-55 Fingered Bass samples was added.
Real SC-55 Muted Guitar samples was added.
Real SC-55 Guitar Fret Noise sample was added.
Real SC-55 Fretless and Acoustic Bass samples was added.
Real SC-55 Rock Organ samples was added.
Real SC-55 Brightness samples was added.
Reed Organ was been cleaned.
Real SC-55 Breath Noise samples was added.
Real SC-55 Muted Trumpet and Baritone Sax samples was added.
Real SC-55 Slap Bass 2 F3 sample was added.
Real SC-55 Whistle Sample was added.
Real SC-55 Metal Pad samples was added.
Real SC-55 Ocarina samples was added.
Real SC-55 Open Triangle sample was added.
Taiko sample was fixed.
Some loops fixed.
Real SC-55 Sine Wave sample was added (For Whistle. Because Whistle in SC-55 is modification of Sine Wave).
Fixed loop of Synth Brass 1 and fixed resonanse filter for Halo Pad.
Real SC-55 drums and rimshot samples was added.
Fixed loops and drums samples.
Removed resonanse filter of Synth Bass 2.
Fixed loop of Bottle Blow C7 sample.
Fixed Shaker samples.
Fixed Volume envelope release of Ocarina.
Real SC-55 Power Bass Drum sample was added.
Real SC-55 Electric Bass and Snare Drums samples was added.
Real SC-88 Room Toms was added.
Halo Pad is more clear.
Real SC-55 TR-808 Hi-Hat samples was added.
Real SC-55 TR-808 Snare Drum was added.
Real SC-55 Steel Drum C5 and Pan Flute C6 samples was added.
Other real SC-55 Rock Organ samples was added.
Melodic Tom was been fixed.
Samples of Fingered Bass was been fixed.
Real SC-55 Scratch samples was added.
French Horns was been cleaned.
Real SC-55 Picked Bass C5, C6 and C7 samples was added.
Real SC-55 Clavinet samples was added.
Real SC-55 Cabasa sample was added.
TR-808 Tom was fixed.
Real SC-55 Square Wave A3, D4 and E4 samples was added.

You need CoolSoft VirtualMidiSynth for best results in playing Midi: http://coolsoft.altervista.org/en/virtualmidisynth